2021 Fall/Winter Schedule 


Effective October 11, 2021 Keep in Mind: 


Monday to Friday (except when Storm Service is operating) This schedule will be effective from October 11, 

AM PM 2021 and will replace the schedule of June 28, 
2021. 
ZONE STATION TRAIN# 700 702 742 704 744 +##+706 708 #70 ~= 712 714 #716 #4718 | 720 722 #724 +#«#748 §«=©672600«6728:~— 730 : : 
Bikes Allowed ox) 5 FS | S|] DS FS | S&S S HS KS HS FSF F&F & Pale noe it eR BDI ANARCAE 

6 Forge Park/495 b 512 6:12 A 712 a B12 9:12 Z 11:12 ss 4:12 2 3:15 7 5:07 - 8:05 9:35 11:05 Day), paneae eee ah ona (circa ash 

6 Franklin/Dean College 519 6:19 2 7:19 2 819 9:19 = 11:19 = 119 2 3:22 e 5:14 eS BASS and Saturday, January 1st 2022 (New Year's day), all 

5 Norfolk & 5:26 6:26 7 7:26 - 8:26 9:26 - 11:26 - 1:26 - 3:29 - 5:21 - 8:19 9:49 1:19 lines will operate ona weekend schedule. On Friday, 

4 Walpole 533 633 658 7:33 7:58 8:33 9:33 10:33 1:33 | 12:33 133 2:30 336 4:36 5:36 6:56 826 9:56 1:26 November 26th 2021, Friday, December 24th 2021 

4 Windsor Gardens #5:37 | £6:37 | 7:02 | £7:37 8:02 f8:37 f9:36 £10:36 £11:36|f12:36 f1:36 2:33 f3:39 £439 - f6:59 £8:29 £9:59 £411:29 (Christmas Eve) and Friday, December 31st 2021 (New 

3 Norwood Central b 541 641 7:06 7:41 8:06 8:41 9:40 10:40 11:40 | 12:40 1:40 2:37 3:43 4:43 5:42 7:03 8:33 10:03 11:33 Neale co. tere at le ee — 

3 Norwood Depot & 543 643 7:08 7:43 8:08 843 9:42 10:42 1142 | 1242 1:42 239 3:45 4:45 5:44 7:05 8:35 10:05 1135 ara com molldays pan eee ead ames 

3 Islington 546 646 71 746 811 846 9:45 10:45 11:45 | 12:45 145 2:42 3:48 4:48 : 7:08 8:38 10:08 11:38 

2 Dedham Corp. Center & 5:49 6:49 7:14 7:49 8:14 8:49 9:48 10:48 11:48 12:48 1:48 2:45 3:51 4:51 5:49 71 8:41 10:11 11:41 Masks are federally required on board and in 

2 Endicott 552. 6:52 7:17 TES 8:17 8:52 9:51 10:51 11:51 12:51 a5 2:48 3:54 4:54 - 7:14 8:44 10:14 11:44 station. Visit MBTA.com/covid19 for the latest 

2 Readville & 556 656 7:21 7:56 8:21 856 9:55 10:55 1:55 | 12:55 1:55 2:52 3:58 458 554 718 848 1018 11:48 updates 

1 Hyde Park fll = = : E ‘ si ss é é = E E E = = = z 3 Times in purple with “f” indicate a flag 
1A Ruggles 4 L6:07 | L7:07 L7:32 L8:07 L8:32  L9:07 |L10:05 L 11:05 L 12:05] L1:05 L2:05 L3:02 L4:08/L5:08 L6:05 L7:28 L8:58 L10:28  L 11:58 stop: Passengers must tell the conductor 
1A Back Bay & L611 L711 L7:36 L8:11 L8:36  L9:11 L10:09 L 11:09 L 12:09] L1:09 L2:09 L3:06 L412 L5:12 L6:09 L7:32 L9:02 L10:32 L 12:02 that they wish to leave. Passengers 

1A South Station & 618 718 743 818 843 918 1016 116 1216 | 116 2146 313 419 519 616 7:39 9:09 10:39 12:09 waiting to board must be visible on the 


platform for the train to stop. 
Monday to Friday (except when Storm Service is operating) 


4 Times in blue with “L* indicate an earl 
= ei departure: The train may leave ahead of 
ZONE STATION TRAIN# 741 743 703 705 #707. = #709 #71 713°0«715 «2 O17 719s 7450724 7772237250 7227s s729':«|ss7381 schedule at these stops. 

Bikes Allowed db Fo Fo So do So S| dH Fo & b> dF F& 
1A South Station & 545 645 745 845 9:45 10:45 11:45 | 1245 145 2:45 345 410 445 5:20 5:45 645 815 9:45 11:00 d\& Bikes: Bicycles are allowed on trains 
1A Back Bay & 5:50 6:50 7:50 8:50 9:50 10:50 11:50 | 12:50 1:50 2:50 3:50 415 4:50 5:25 5:50 650 8:20 9:50 VIA with the bicycle symbol shown below the 
1A Ruggles & 553 653 7:53 853 9:53 10:53 1:53 | 12:53 153 2:53 3:53 418 4:53 5:29 5:53 6:53 8:23 9:53 FAIR- train number. 
1 Hyde Park fll = = = = = = 2 : = 3:01 | 4:01 | 4:26 | 5:01 | 5:37 | 6:01 | 7:01 = - MOUNT High level platfonn-and bridge piate 
2 Readville & 6:02 7:02 8:02 9:02 10:02 11:02 12:02] 1:02 2:02 3:05 4:05 4:30 5:05 5:41 6:05 7:05 8:32 10:02 LINE & available. Visit mbta.com/accessibility 
2 Endicott 6:06 7:06 8:06 9:06 10:06 11:06 12:06] 1:06 2:06 3:09 4:09 4:34 5:09 545 6:09 7:09 8:36 10:06 11:34 for more information. 
2 Dedham Corp. Center & 608 7:08 8:08 9:08 10:08 11:08 12:08] 1:08 2:08 312 412 437 512 548 612 7:1 8:38 10:08 11:36 
3 Islington en | 7 | st | on | ton | te | ian | am | 2m | 345) 415 | 440 | 545 5:51 | 615 | 744 | 8:41 | 10:1 | 1:39 VIA FAIRMOUNT LINE: Operates via the 
airmount Line between Readville and 
3 Norwood Depot & 6:14 7:14 8:14 9:14 10:14 1:14 12:14 1:14 2:14 3:18 4:18 4:43 5:18 5:54 6:18 7:17 8:44 10:14 11:42 South Station. See the Fairmount Line schedule for 
3 Norwood Central b 616 716 816 916 1016 1:16 1246 | 116 | 216 | 3:21) 4:21 9 447 | 5:21 | 5:57 6:21 7:19 846 1016 11:44 — allstops. 
4 Windsor Gardens £619 7:19 £819 £f9:19 10:19 £11:19 | £12:19] f1:19 | 2:19 | 3:24 | £4:24 - f5:24 | £6:00 | 6:24 | £7:22 | 8:49 |F10:19 | F147 nace to Readville Station, refer to 
4 Walpole 6:25 | 7:25 | 8:25 | 9:25 | 10:24 | 11:25 | 12:24 | 1:25 | 2:24 | 3:30 | 4:29 = S2omRecen ie zoe SD the Fairmount Line schedule for particular trains. 
5 Norfolk ob  - - 8:41 7 10:31 - 12:31 ; 2:31 - 4:36 - 5:36 - 636 7:34 9:01 10:31 11:59 
6 Franklin/Dean College = 2 8:48 : 10:38 : 12:38 : 2:38 : 4:43 : 5:43 : 6:43 7:41 9:08 10:38 12:06 For additional service to Ruggles Station, refer to 
6 Forge Park/495 a| - - 858 - 1048 - 1248] - 248 - 453 - 553 - 653 751 918 1048 1216 the Providence and Needham Line schedules for 
particular trains. 
Weekend & Storm Service Ay Weekend & Storm Service A For additional service to Hyde Park Station, refer to 
he Providence Line schedule for particular trains. 
SATURDAY TRAIN# 1700 1702 1704 | 1706 1708 1710 1712 1714 1716 saTuRDAY TRAIN# 1701 | 1703 1705 | 1707 1709 1711 1713 1715 1717 
ZONE STATION SUNDAY TRAIN# 2700 2702 | 2704] 2706 2708 2710 2712 2714 2716 ZONE STATION SUNDAYTRAIN# 2701 2703 2705] 2707 2709 2711 2713 2715 2717 Schedules may change in the event of 
Bikes Allowed b> 5 do] 5h So 5 SH Fo GF Bikes Allowed b® do | FH] So do So G& FG FD severe weather 
6 Forge Park/495 6 5:27 812 1012 ]1212 212 412 612 8:12 10:12 1A South Station & 6:45 8:45 10:45)12:45 2:45 4:45 6:45 8:45 10:55 During weatheravanits thagmnbald belaw.willconmunteate 
6 Franklin/DeanColl. 5:34 8:19 10:19] 12:19 2:19 4:19 619 819 10:19 1A Back Bay & 6:50 8:50 10:50]12:50 2:50 4:50 6:50 8:50 11:00 service levetand Impact onipassengers: Servicellével for the 
5 Norfolk & 5:41 8:26 10:26]12:26 2:26 4:26 6:26 8:26 10:26 1A Ruggles & 6:53 8:53 10:53]12:53 | 2:53 4:53 6:53 8:53 | 11:03 following day will be announced mid afterr the prior day. 
4 Walpole 5:48 8:33 10:33]12:33 2:33 4:33 6:33 8:33 10:33 2. Readville 6 7:02 9:02 11:02] 1:02 3:02 5:02 7:02 9:02 11:12 
4 Windsor Gardens £5:51 f 8:36 f 10:36|f 12:36 f 2:36 f 4:36 f 6:36 f 8:36 f 10:36 2. Endicott 7:06 9:06 11:06] 1:06 3:06 5:06 7:06 9:06 11:16 REGULAR SERVICE 
3 NorwoodCentral 4 5:55 8:40 10:40]12:40 2:40 4:40 6:40 8:40 10:40 2 DedhamCorp.Ct. 6 7:08 9:08 11:08] 1:08 3:08 5:08 7:08 9:08 11:18 Trains will operate on a normal schedule. 
3 NorwoodDepot & 5:57 8:42 10:42|12:42 2:42 4:42 6:42 8:42 10:42 3. Islington 7M ON WH | at 31 S71 st 14-21 
3. Islington 6:00 8:45 10:45]12:45 2:45 4:45 6:45 8:45 10:45 3 NorwoodDepot § 7:14 9:14 11:14] 114 3:14 514 714 9:74 11:24 
2 DedhamCorp.Ct. 6 6:03 8:48 10:48|12:48 2:48 4:48 6:48 8:48 10:48 3 NorwoodCentral & 7:16 9:16 1:16 | 116 3:16 5:16 7:16 9:16 11:26 A pron SERVICE 
ins will operate on a weekend schedule. 
2. Endicott 6:06 8:51 10:51] 12:51 2:51 4:51 6:51 8:51 10:51 4 Windsor Gardens £7:19 £9:19 £ 11:19] £1:19 £3:19 £5:19 £7:19 £9:19 11:29 
2 Readville & 6:10 8:55 10:55]12:55 2:55 4:55 6:55 8:55 10:55 4 Walpole 7:24 9:24 11:24) 1:24 3:24 5:24 7:24 9:24 11:34 
1A Ruggles $ L 6:20 L 9:05 L 11:05]L 1:05 L 3:05 L 5:05 L 7:05 L 9:05 L 11:05 5 Norfolk 6 7:31 9:31 1:31} 1:31 3:31 5:31 7:31 9:31 11:41 NO SERVICE 
4A Back Bay & L 6:24)|L 9:09 L 11:09/L 1:09 L 3:09|L 5:09/L 7:09 L 9:09 L 11:09 6 Franklin/Dean Coll. 7:38 9:38 11:38 | 1:38 3:38 5:38 7:38 9:38) 11:48 No passenger service on Commuter Rail. 
1A. South Station & 631 916 116 |] 116 3:16 516 716 9:16 11:16 6 Forge Park/495, 6 7:48 9:48 11:48] 1:48 3:48 5:48 7:48 9:48 11:58 


Massachusetts Bay Visit Customer Service Follow Download the 
©) Transportation Authority [COLLIS MBTA.com (9 617-222-3200 i @MBTA_CR ©) inticket App apoio 


